﻿Troublesome


There are several contradictions and Bob's story however, one could assume he is lying and made the whole story up but this is also difficult to believe since he did know when the test flights we're going to occur and he did take people out who saw them, meaning the test flights, for themselves. It was also separately verified by the SR-71 pilot that area S4 does exist and there are corroborating stories from people that allegedly work as security in that area giving Bob's story more credence.


Several things are very troublesome however. For example, Bob says that he worked up at that facility infrequently but over a period of several months and had active hands-on experience with the reactor yet, underhypnosis, he had difficulty remembering those things that he easily recounts now such as the shape and function of the reactor. There are also contradictions in his story such as the fact that he said that the emitters were black and at other times he said that they were the same pewter color as the rest of the ship. Another contradiction is that he said at times that there was no separate box in the lab as far as the setup with the reactor and the emitter and other times he definitely says that there was a separate amplifier there in the lab on the bench. He also contradicts himself in the description of the 115 when he said at one point that it was soft enough to scratch with your fingernail but at other times he has said that it was so hard that milling the material was very difficult due to its hardness like that of uranium.


If his story is true then it is possible that the administration of drugs and the use of conditioning to instill fear and forgetfulness might be the reason for the inconsistencies. He also says that the emitter on the bench at the lab did not have any connection to the reactor yet he told me that there was a wave guide and I even drew a picture that he confirmed show showing a wave guide coming from a separate box which was the amplifier going from the reactor to the amplifier and then a separate connection from the amplifier to the emitter on the bench.


Another contradiction is that at some points he says that he was the one that walked under the disc and saw that it became invisible from certain vantage points and at other times he has said that it was Barry that did this. Speaking of barry, another contradiction is that Bob has difficulty remembering Barry's last name from his badge even though he worked with Barry over several months and yet he says he had a list of all of the 22 people that were working at S4 that were not guards.


Other contradictions are more likely due to the fact that, as Bob said, they were just guess ing and assuming that certain things worked in certain ways because it made the most sense. Unfortunately Bob does not make it clear which bits of information are assumptions on his part and which bits of information are definite as given by the ET or ET that built the craft.


It does seem clear that some parts of the information that Bob gives about his story do you have basis and reality such as the security device that used light to measure the length of the bones in the hands and fingers. This device has been confirmed and was not widely known by people that did not work on secret projects for the government. The device was shown in the movie close encounters of the third kind but it was not explained how it worked and it was only shown for a very brief moment in passing.

Also the video taken during their FISHING TRIP to Area51 showed a craft doing DIGITAL moves vertically and horizontally.



